










































































































































lC a{ tfConou'i 

Qm/alcyeea ic ho have 
et\lus£eci tn the 
•hf'ieat Qja'i 



AS AT MARCH 31ST, 1917 
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Name Rank Battalion 

ADAM, R., Motorman .Private.Glen Campbell’s Scouts 

ADAMS, A. S., Elect. Ry. Chbrs .Seaman.H.M.S. “Talbot” 

ADAMS, G. W. R., Conductor .Gunner.17th Battery, 5th Brigade Art. 

ADAMSON, D., Steam Plant .90th Battalion 

AIRD, W., Conductor .Private.2nd Forestry Battalion 

AITKENS, G., Conductor . 

AITKENS, W. R., Inspector .27th Battalion 

ALEXANDER, H. G., Substation. . . Mechanic.Imp. Royal Flying Corps 

ALEXANDER, J. J., Conductor . . . .Private.Glen Campbell’s Scouts 

ALLAN, A., Motorman .Corporal.79th Battalion 

ALLEN, J., Conductor . 

ALLISON, J., Motorman 

ANDERSON, L. H Meter Dept .Private.10th C.M.R. 

ANDERSON, J., Gas Works 
ANDERSON, R., Gas Workt 


.Private.34th Ft. Garry Horse 

Enlisted May 1, 1916. Rejected. 


. Private.61st Battalion 

Killed in Action. 

. .Corporal.144th Battalion 


ANDERSON, R., Conductor .Private.Glen Campbell’s Scouts 

Enlisted July 20, 1915. Rejected October 13, 1916. 

ANDERSON, W. K., Motorman . . . Private.Glen Campbell’s Scouts 

ARMOUR, J., Conductor . 

ARNELL, H., Motorman . 

ATCHESON, C., Pinawa Plant . 

ATHERTON, R., Gas Works .. . 

ATKINS, E., Steam Plant . 

AVERY, A. M., Meter Dept .Sapper.Royal Canadian English 

AVERY, F., Motorman .Private.Glen Campbell’s Scouts 


Sergeant.101st Battalion 

Private.52nd Battalion 

Private.184th Battalion 

Rejected. 




BADLEY, J. J., Conductor . 

BAGLEY, A., Electrical Dept. . 
BAILEY, W. A., Conductor | . . . . 

BAKER, R., Office Staff . 

BAKER, R., Gas Works . 

BALCHIN, C., Mechanical Dept. 


Driver.C.F.A. 

.Private. 

Private.12th Field Ambulance 

.Trooper.10th C.M.R. Med. Office 

At Shorncliffe. 

Private.10th C.M.R. Royal C. Dragoons 

.184th Battalion 
















































































Name 

BALDWIN, W., Conductor . . . 

BALL, E., Motorman . 

BALL, E. V., Motorman . 

BARKER, H., Motorman . 

BARKER, J., Gas Worlcs . . .. 
BARNETT, J., Electrical Dept. 


Rank 


Battalion 


Private.101st Battalion 


Lee. CorD.78th Battalion 


. Private.C.A.V. Corps 

Rejected. 

BARR, T., Motorman .Sergeant “B’ Co. 44th Batt. 90th Wpg. Rfls. 

S. A. Veteran. Died of wounds received July l), 1010. 

BARRETT, C., Meter Dept .Sapper.Royal Engineers 

BARROWCLOUGH, R. W., Cond tor. Private.Cycle Corps 

BARROWCLOUGH, H., Motorman . 

BARTLETT, L., Motorman .Private.3rd Div. Ammunition Column 

Died February 22, 1917 

BARTLEY, A., Steam Plant .Private.183rd Battalion 

Transferred to A. Co., lOSth Batt. C.E.F. 

BARTLETT, S. J., Conductor .3rd Div. Ammunition Column 

BARRON, W., Conductor .Sergeant.43rd Battalion 

Prisoner of War in Germany 

BATEMAN, H., Mechanical Dept . 

BAVINGTON, H. H., Conductor . . Private.179th Cameron Highlanders 

BAXTER, DAVID, Gas Store Dept .. Bugler.. .251st Battalion 

BEALE, W. H., Conductor .Private.Construction Company 

BECK, FRED, Elect. By. Chhrs .Private.200th Battalion 

BECKWITH, J. G., Conductor .Bandsman .221st Battalion 

BELL, J. W., Mechanical Dept . 

BENDER, P., Conductor .Private.79th Battalion 

BENNETT, J., Motorman . 

Now munition worker. 

BENT, W., Motorman .Private.79th Battalion 

Discharged. 

BERROW, C., Conductor .Private . 

Discharged. 

BERRY, J. T., Conductor .Private.184th Battalion 

Returned 

BEEKIN, C. E., Conductor .Private.106th Battalion 

Discharged 

BIRCHENALL, F., Conductor .Private.101st Battalion 

BIRNIE, D. M., Meter Dept .Private.34th Ft. Garry Horse 

BIRNIE, D., Meter Dept .Private.Army Ser. Corps 

BIRNIE, D., Motorman .Private.179th Cameron Highlanders 

BLAKEMAN, F. W., Motorman . . . Rifleman.1st Batt. Rifle Brigade (Res.) 

Returned and re-enlisted in 250th Battalion. Wounded. 
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Corporal.101st Battalion 


Name Rank Battalion 

BORRETT, R., Motor man . 

BOYD, H , Conductor . 

BOYLE, C., Mechanical Dept . 

BRADLEY, R., Conductor .Private.101st Battalion 

Wounded. 

BRADSHAW, T., Conductor . . 

BRATTON, G. H., Motorman . 

BRIDLE, H. G., Conductor .100th Battalion 

Rejected 

BRERETON, L. R., Elect. Dept .Sergeant.2nd Army Corps 

BREWER, S., Steam Plant .Private.P.P.C.L.I. (Trans. 61st Batt.) 

Wounded. In hospital in England. 

BROADFOOT, T., Gas Works .Private.78th Battalion 

BROWN, C. B., Conductor .Private.34th Ft. Garry Horse 

BROWN, H. A., Conductor .Private.183rd Battalion 

BROWNING, S., Conductor .Private.101st Battalion 

BUBBS, H. J., Motorman . . 

BURGESS, A., Conductor .Private.19th Battery, 5th Art. Brigade 

Kicked by horse at Camp Hughes. Unconscious six weeks. Discharged. 

BURKETT, G. W., Track Dept. .Sergeant. .34th Ft. Garry Horse 

BURKINSHAW, A. G., Motorman . Private.101st Battalion 

BURNETT, A., Motorman .Private.Glen Campbell’s Scouts 

BURNETT, A. S., Motorman .Driver.Army Ser. Corps 

BURNETT, C., Mechanical Dept . 

BURNS, J., Electrical Dept .Driver.37th Art., 10th Brigade 

BURNS, W., Electrical Dept .2nd Field Troop Co. Engineers 

Rejected. 

BURY, W., Motorman ..C.A.S.C. 

BURR, E. R., Motorman . 

BURR, W. H., Motorman . 


CAMERON, D., Mechanical Dept. 


CAMERON, W. J , Motorman 
CAMPBELL, A., Conductor . . 


Rejected. 

Private 

Killed. 




.C.A.S.C. 

79th Battalion 






































































. Lee. Corp.101st Battalion 


Name Rank Battalion 

CAMPBELL, S., Motorman .Private.Clen Campbell’s Scouts 

CAMPBELL, W. A., Office Staff . Strathconas 

Rejected. 

CAUSEY, C. F., Motorman .Qt. Mst. Sergt.184th Battalion 

CAVAGHAN, G., Motorman . 

CHAMBERS, E. G., Motorman 

CHAMLEY, A. E., Conductor . 

CHAPMAN, S. V., Conductor .Private.12th D. W. of S. 

CHARLES, G. A., Motorman ..Div. Cycle Corps 

CHASPOSKIS, J., Mechanical Dept . 

CLARKE, J., Conductor .Gunner.59th Battery (Art.) C.F.A. 

CLAYTON, J. H., Conductor .Private.100th Battalion 

CLINTON, W. M., Conductor . 

COLLINS, B. G., Conductor .Private. . . . 1st Brig. Mach. Gun, 1st Can. D. 

COLVILLE, R. J., Motorman .Private.Glen Campbell’s Scouts 

CONLY, A., Conductor .Private.Glen Campbell’s Scouts 

CONROY, J., Electrical Dept .90th Battalion 

Rejected. 

COOK, W. f Conductor . 

COOK, W. J., Gas Works .Private.27th Battery 

COOKE, S. F., Conductor .Private.12th Field Ambulance 

COOPER, A., Conductor .Private.144th Battalion 

COOTE, A., Conductor .Sergeant.34th Ft. Garry Horse 

COPSEY, W., Motorman .Private.101st Battalion 

CORBY, G. A. T., Conductor .Private.Glen Campbell’s Scouts 

CORMACK, T. A., Meter Dept .Private.Machine Transport 

COUSINS, W. H., Motorman .Corporal.16th Battalion 

COWARE), C., Conductor .11th Field Ambulance 

COWIE, J., Motorman .Sergeant.101st Battalion 

CRAWFORD, R., Conductor .Private.101st Battalion 

CRERAR, D. R., Conductor .Private.101st Battalion 

Rejected. 

CRIPPS, M. H., Office Staff .222nd Battalion 

Rejected after eleven months’ service. 

CROMBIE, W. B., Office Staff .Private.27th Battalion 

Wounded. 

CROUCH, A. J., Meter Dept .Sergeant .100th Battalion 

















































































Name Rank Battalion 

CULLEN, M., Gas Works .Private.78th Battalion 

Died in St. Boniface Hospital following operation. 

CULLUM, R. J., Motorman .Private.Glen Campbell’s Scouts 

CULLY, J., Gas Works .Private.184th Batt. (Trans. 221st Batt.) 

CURRIE, S. N., Office Staff .2nd Lieutenant Royal Scots, 4th Reserve 


DAINTRY, F., Meter Dept . 250th Battalion 

Rejected. 

DANCER, S., Conductor .Private. Strathconas 

DARBY, A., Motorman . 

DAVEY, J. W., Conductor . 

DAVIDSON, C. W., Office Staff 


. Qt. M. Sergt.. 


A. S. Barracks, Shornclifte 


DAVIDSON, W., Conductor .Stoker.Royal Fleet Reserve 

Took part in defence of Antwerp. Prisoner of war in Holland. 

DAVIDSON, W. G., Conductor .Gordon Highlanders 

Killed. 

DAVIES, E., Electrical Dept .Driver .Artillery 

Returning to England. Sick leave. 

DAVIES, J., Gas Works .Private.Eng. Army T. Corps 


DAVIS, W. C., Motorman 
DAY, P., Conductor . 


.Private.Army Ser. Corps 

.Sergeant.Military Police 

DAYTON, C. R., Motorman .Sergeant.101st Battalion 

Wounded, and now back in trenches. 

DEAN, ALBERT, Motorman .Private.Glen Campbell’s Scouts 

Killed in action. 

DeCOURCEY, T. J., Conductor . . . Private.90th Rifles 

.Private.79th Camerons 

Wounded. 

.Private.79th Camerons 

Reported killed. 

.Private.12th Field Ambulance 


DONALD, J., Conductor . 
DONALD, W., Motorman 
DOW, S., Motorman . 


DOYLE, E. M., Conductor .101st Battalion 

Rejected. 

DRACULA, D., Steam Plant .Private. . ,221st Batt. (Now No. 10 Sp. S.C.) 

DUFF, L. W., Conductor .Driver.5th Artillery 

DUGDALE, J., Conductor .12th Field Ambulance 

DUNCAN, C. H., Motorman .C-.A.S.C. 3rd Co. 4th Div. Train 

DUNCAN, S., Motorman .Bmdr.59th Batt., 15th Brigade 

Stationed at Whitley Camp, Surrey, Eng. Trained at Petawawa Camp. 

DUNLOP, J., Motorman .Private.183rd Battalion 



DUTHIE, J., Gas Works 
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Private.108th Battalion 











































































Name 


Rank 


DUTTON, HENRY J.. Commercial Dept. . 

Rejected. 

DYER, H., Conductor . 


Battalion 

221st Battalion 
.C.F.A. 


EAST, G. H., Conductor 
ECCLES, J. L., Motor man 
ELLIS, E., Conductor . 


. . Qtr. M. Sergt.76th Battery C.F.A. 

Now Gunner 

..Private. 101st Battalion 

Gunner.59th Battery C.F.A. 


ELSWORTH, R. E., Conductor .Private.34th Ft. Garry Horse 

Trained at Sewell. Rejected. 

ELWICK, W. A., Conductor .Private.C.A.M.C. 

ENGLISH, j. T., Conductor .Private.101st Battalion 

Returned from England. Discharged. 

EVANS, E., Motor man . 


EVASKI, T., Track Dept. 
EVERS, H., Meter Dept. . 


. Private.78th Battalion 

Rejected. 

Private.106th Battalion 


. Drummer.78th Battalion 


FARLER, A., Conductor . 

FAULKNER, J., Meter Dept .Private.79th Camerons 

Wounded. 

FERGUSON, D., Meter Dept .Lieutenant.Comd. in England 

Wounded. 

FERRIER, J. R., Motorman .Private.79th Camerons 


FERGUSON, R. J., Conductor 


Private.34th Ft. Garry Horse 

.101st Battalion 


FERRIS, A., Conductor .Private. 

Rejected. 

FINCHAM, S. C., Motorman .Private.79th Camerons 

FINNEGAN, J., Motorman .Private.44th Battalion 

FISHER, E. J., Engineering Dept. Sergeant. . . C.S.A.C. Mech. 4th Field Amb. 

FLETCHER, R., Conductor .Artillery 

FOOTT, H., Motorman .3rd Div. Ammunition Column 

FORREST, THOS., Conductor .200th Battalion 

Drilled with Fort Garry Horse in Winnipeg. Rejected. 

FORSYTHE, R., Conductor .C. A. Med. Corps 


FOULSER, A., Conductor . . . 
FRANKIS, J. D., Office Staff 



.Corporal. 203rd Battalion 

Private.221st Battalion 
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Rank 


Battalion 


Name 

FREEMAN, W. L., Conductor Corpcral .101st Battalion 

Rejected. 

FRETWELL, C., Motorman .Lee. Corp.100th Battalion Band 

FREWIN, H., Conductor .Private.34th Ft. Garry Horse 

FYFE, GEO., Electrical Dept. .Lee. Corp. 2nd Army Corps Troops Co. 

Returned on sick leave. Engineers 

FYFE, T., Conductor . Private.78th Battalion 


GALBRAITH, A. E., Conductor Private 44th Batt. Mach. Gun Sect. 

Died of wounds. Sept. 18, 101(5. 

GIBBS, F. G., Motorman . 

GARRAWAY, J., Conductor .200th Battalion 

Rejected. 

GIBSON, A., W.S.L.W. Ry .Private.Can. Engineers 

GIBSON, R., Pinawa Plant Private.108th Battalion 

GILHOLM, R., Conductor .Army Service, 1st Co. 

GILLARD, V., Electrical De'pt .28th Battalion 

Rejected. 

GILLSON, H., Office Staff .Private.12th C.F.A. 

GINGLES, W. J., Motorman .Sergeant.100th Battalion 

GISLASON, A., Conductor . 

GLENHAM, J., Conductor .Bandsman.43rd Camerons 

GOLDS, B., Office Staff .Corporal.61st Battalion 

GOODERHAM, GEO., Meter Dept. Private .61st Battalion 

Killed in action. 

GOODES, D., Conductor .Private.221st Battalion 

Private.34th Ft. Garry Horse 


GORDON, R. S., Conductor . 

GORDON, W., Mechanical Dept. . 

GOSTICK, G. T., Motorman .Corporal 79th Camerons (Trans, to 90th) 

Wounded at Ypres, June 4, 1916. Now in hospital. 

GOULD, L., Conductor .Gunner.59th Battery C.F.A. 

GOW, HORACE, Gas Stove Dept. . Corporal 190th Battalion 

Missing. Reported killed. 

COULDING, T., Conductor .Private.101st Battalion 

Wounded in head and eyes. 

GRANT, A., Elect. Ry. Chbrs .Corporal.100th Battalion 

GREGG, P. A., Conductor .Artillery 

GREIG, G. C., Conductor .Private.101st Battalion 

GRIFFIN, A. V., Motorman .Private .78th Battalion 
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HADDEN, W., Moiorman .Army Med. Corps 

HAIG, T., Moiorman . 

HAINES, J. C., Conductor ..C.A.M.C. 

HALL, E., Conductor . C.F.A. 

HALL, P., Steam Plant .108th Battalion 

HALL, P., Elect. Rij. Chbrs .Sergeant.78th Battalion 

Killed 

HAM, W. E., Conductor .Private.79th Brandon Batt. Highlanders 

Killed in action, June 14, 1910. 

HAM, W. J.101st Battalion 

Rejected. 

HAMILTON, W. W., Conductor .Lee. Corp.190th Battalion 

HAMMERTON, G. A., Conductor . 

HAMPSON, W., Conductor .Private.12th Field Ambulance 

HARBISON, J. J., Moiorman .Private .C.A.M.C. 

HARRISON, D., Motor man . 

Killed. 

HARVEY, W. E., Conductor .Private.78th Battalion 

Wounded November 19, 1910. 

HATTER, A., Meter Dept .183rd Battalion 

Discharged after ten months' service. 

HAWKER, G., Gas Works .Private.34th Ft. Garry Horse 


HAYLOR, J., Conductor .Private . . . 

HEAPS, F., Conductor .Private. . . 

HEARD, F. J., Conductor .Bandsman. 


. . 78th Battalion 
. 101 st Battalion 
100th Battalion 



HENLEY, W., Moiorman .Private.78th Battalion 

Rejected. 

HENRY, W., Steam Plant .28th Battalion 

Wounded. 

HERBERT, J., Conductor ... 

HEWITSON, W., Conductor .Private.34th Ft. Garry Horse 

HICKLING, A., Gas Works .Lee. Sergt.78th Battalion 

HICKLING, G., Gas Works .Private.78th Battalion 

Discharged and returned to work. Resigned, and now in 200th Battalion. 

HIGGINBOTHAM, T., Moiorman . Private.Glen Campbell’s Scouts 

Wounded at Ypres, May 11, 1910. 
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Name Rank Battalion 

HITCH, G. S., Motorman .Army Medical Corps 

HOBBS, S. S., Conductor .Private .Highlanders 

Prisoner of war in Germany. 

HODGSON, H., Motorman .Private.90th Battalion 

HOLLAMBY, G., Motorman .Corporal.101st Battalion 

Now with 16th Battalion. 

HOLLINGWORTH, J., Mechanical Dept . . 

HOLT IE, E., Conductor . 

HOME, B., Office Staff .Private.108th Battalion 

HORNE, W. C., Conductor . 

HOUSTON, W., Conductor .Private. 

HOWARD, A. T., Conductor .Private.101st Battalion 

HOWIE, T., Comm. Dept .Medical Corps 

Rejected. 

HUBBS, A. D., Electrical Dept .Private.108th Battalion 

Rejected. 

HUDSON, B. H., Motorman .Private.Glen Campbell’s Scouts 

HUGHES, A., Gas Works .Private.100th Battalion 

Missing, believed killed. 

HUMPHREYS, J., Gas Works .Private. . . 44th Battery (Trans. 27th Batt.) 

HUTTON, J. R., Conductor . 


INGALLS, A. G., Electrical Dept. . . .Private. 

Reported killed in action. 

INGLIS, WM., Office Staff .Lieut. 

INGRAM, A., Meter Dept .Private. 

Wounded. 

I SHERWOOD, W. R„ Steam Plant . 


.90th Battalion 

1st C.M.R. Batt. Can. Scottish 

.34th Ft. Garry Horse 

.183rd Battalion 


JACKSON, L., Conductor. . . 
JARVIS, W., Inspector 
JENKINS, D. T., Conductor 
JONES, H., Conductor .. 
JONES, R. J., Motorman 
JOSS, J. H., Conductor . . 


Rejected. 


. . . Sergeant.250th Battalion 

. . . .Sergeant.C.A.S.C. No. 10 

. . . .Corporal.221st Battalion 

.Private.43rd Battalion 

Wounded, and returned to service. 

.Private.78th Battalion 


.Private.4th Div. Train, C.A.S.C. 3 Co. 

Returned from England. 








































































Name Rank Battalion 

KAAKE, R. A., Motorman .Private. 101st Battalion (Trans. 200th Batt.) 

KAIRNS, G., Track Dept .Private.200th Battalion 

KELLAS, A., Conductor . 

KAY, W. H., Conductor .Corporal.101st Battalion 

KEARNEY, T., Motorman .Private.Glen Campbell’s Scouts 

KEIR, D., Mechanical Dept . 

KEIR, J., Mechanical Dept . 

KEITH, J., Motorman . 

KEITH, J. H., Motorman .Private.90th Battalion 

KELLY, GEO., Meter Dept .Private.A.S.C. 

KENNEDY, A., Elect. Ry. Chbrs . 

Rejected. 

KENNEDY, P. C., Conductor . 

KILGOUR, J., Conductor .Private.34th Ft. Garry Horse 

KILLEY, G. W., Meter Dept .Private.No. 3 Can. Casualty Cl. House 

KING, A. E., Motorman . 

KING, A. S., Elect. Rp. Chbrs. .Private.16th Battalion 

Killed. 

KIRK, A. J., Conductor .Private.Glen Campbell’s Scouts 


KIRKPATRICK, R., Motorman . 
KNIGHT, C. H., Mechanical Dept. 
KNOTT, E. F., Motorman . 


Sergeant.Ft. Garry Horse 


o 


LYONS, P. G., Conductor .Private.43rd Batt. Can. Scottish 

LAKIE, P., Gas Works .Private.79th Battalion 

LAIRD, J., Conductor .Private.79th Battalion 

LANE, E. J., Gas Works .Private.61st Battalion (Trans. 8th Batt.) 

Missing since Sept. 26, 1016. Now reported killed in action. 

LARGE, E., Meter Dept .Private.R. C. Dragoons 

Wounded. 

LATTER, C., Gas Works .Private.144th Battalion 

LAW, H., Gas Works .Private.44th Battery 

Wounded. 

LAWS, J. A., Motor mart . 

LEARY, J., Conductor . 











































































Rank 


Battalion 


Private .Strathconas 

Rejected. 


Name 

LEE, A., Electrical Dept . 

LEE, J., Conductor . 

LEFLEY, C. J., Motor man .34th Ft. Garry Florse 

LeMOINE, F. V., Motorman .Private.106th Battalion 

LINDSAY, D., Motorman .Private.16th Battalion Can. Scottish 

Wounded at Langemarck, April 2.‘{, 1015. Returned to work November 27, 1910. 

LINDSAY, J., Gas Works .Private.108th Battalion 

LITTLE, A., Electrical Dept .Private.10th Field Ambulance 

LLOYD, L., Conductor . 

LOARING, H. L., Conductor .Private.101st Battalion 

LOCKWOOD, W. J., Conductor . 

LOGAN, A., Conductor .Sergeant.34th Ft. Garry Horse 

LONG, S., Gas Works .Private.44th Battalion 

LOOKES, —, Steam Plant .90th Battalion 

Wounded. 

LOUGHMAN, S., Conductor .Private . . .“A” Co. 27th Batt. Brg. 6th Inf. 

Wounded at St. Eloi. Then wounded six weeks later while sniping. 

LOTHMAN, C., Steam Plant .90th Battalion 

LUMSDEN, J. F., Electrical Dept. . Corporal.196th Battalion 


MACE, J. A., Conductor .Private.C.A.S.C. 3 Co. 4th Div. Train 

MACK, WM., Mechanical Dept . 

MACKIE, W. F., Gas Works .Private. 79th Batt. (Trans. 43rd Batt.) 

Wounded. 

MABB, A., Conductor .Private.C.A.S.C. 4th Div. Tr. 3 Co. 

MAKIN, T., Conductor .Sergeant..101st Battalion 

MALCOLM, Dr. G. C., Pinawa P. Plant Captain .Army Medical 

MARCHANT, A. L., Motorman . . . .Gunner.59th Battery C.F.A. 

MARK, HENRY, Conductor .. 

Rejected. 

MARSHALL, S. J., Comm. Depl .99th Essex B. 

Rejected. 

MASKELL, A. J., Motorman .Corporal.78th Battalion 

MASTON, R. C. D., Office Staff . . . Sergeant . Can. Cavalry Depot Med. Dept. 

MATTHEWS, M. A., Motorman . 

MATTOCK, B. J., Conductor .Motor Ambulance 

Rejected. 
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Name Rank Battalion 

MAWSON, R., Conductor .No. 2 Sect. 2nd Div. A mm. Clm. 

MAYTUM, E., Gas Works . Gunner.38th Battery C.F.A. 

MAYTUM, T., Gas Works .Corporal.Royal Horse Art 

MENDHAM, G. A., Gas Works ... Private. 45th Battalion (Trans. 43rd Batt.) 

Killed in action. Sept. 21, 1916. 

MENZIE, W. H., Conductor . 

MERCER, G., Motorman .Sergeant. 200th Battalion 

MEREDITH, W. L., Motorman . . . .Sergt. M. 

MIDDAUCH, J. H., Motorman . . 

MIDDLETON, A., Conductor .Artillery 

MIDDLETON, W., Conductor .Private.10th Field Ambulance 

MILLER, A., Mechanical Dept .A.M.C. 10th C.E.F. 

MILLER, A., Conductor .Private.222nd Battalion 

MILNE, A. G., Motorman Private.101st Battalion 

MILNE, G., Conductor . 

MILTON, E., Gas Works .Private.79th Battalion 

MITCHELL, J., W.S.L.W. Ry .Private.61st Battalion 

MITCHELL, J. P., Motorman .Private.Glen Campbell’s Scouts 

Returned from active service. Wounded at Ypres. 

MOIR, B., Conductor .Private.79th Camerons 

MONTEITH, J., Mechanical Dept . 

MONTGOMERY, L„ Office Staff. 

MOODY, T., Conductor . 

MOORE, A., Motorman . 


. Corporal.16th Battalion C.S. 

. Private.Glen Campbell’s Scouts 

.Reservist, Imperial Army 



MORGAN, A., Motorman .101st Battalion 

Rejected. 

MORGAN, A., Conductor . . 

MORKILL, T. D., Office Staff .Gunner. . . . 17th Battery (Trans. 37th Batt.) 

MORRISON, A. E„ Conductor .. 

MORRISON, D., Electrical Dept. Private .Engineers 

MORRISON, F., Motorman . 

MORSE, F., Office Staff .Rg. Sgt. Major.44th Battalion 

MORTIMER, H. G„ Conductor . 

MOULDING, W., Gas Works .Private.Can. Field Artillery 

MUIR, FI., Conductor .Can. Army Medical 
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Name 


Rank 


Battalion 


MUIR, T. W., Conductor .Private.45th Battalion 

Wounded in head. In hospital in England. 

MULLEN, E., Motorman .Army Service 

MUIRISON, W., Conductor .. 

MURRAY, A., Steam Plant.. . . 


. Private.I 79th Battalion 


MURRAY, G. N., Office Staff .Gunner.Can. Field Art. 2nd Can. Div. 

Wounded. 

MUSCHAMP, T. A., Conductor . 


Private.107th Battalion 


McANULTY, P., Conductor . . . 

McARTHUR, A., Motorman .Private.Glen Campbell’s Scouts 

Reported wounded. 

McBETH, PETER, Conductor .Private.12th Can. Field Ambulance 

McCALL, C. G., W.S.L.W. Ry. Private.203rd Battalion 

McCOLL, R. Pinawa P. Plant . . . .Private .90th. Draft 

McCLENAHAN, G., Conductor . 

McCLENAGHEN, R., Meter Dept. ..Sapper.Royal Engineers 

McDONALD, A. E., Gas Works . Private 34th Ft. Garry Hre. (Trans. 1st 

Can. Motr. Mchne. Bge.) 

McDONALD, A., Steam Plant .Private.90th Battalion 

Killed. 

McDONALD, A. J., Conductor .Private.Glen Campbell’s Scouts 

Killed. 

MACDONALD, C., Motorman .Private. 

McDOUGALL, A. J., Motorman . 

McDOUGALL, G., Mechanical Dept . 

McDOUGALL, P., Mechanical Dept . 

McELREA, M. W., Meter Dept .Lee. Corp.Royal Can. Eng. 

McINTOSH, W. M., Motorman . . . .Piper.179th Camerons 

McKENZIE, C. E., Conductor .Bombardier . . Field Art. (Imp. Army) Res. 

Wounded at Neuve Chappelle, March, 1915. Back at guns. 

McKENZIE, R., Motorman .A.S.C. 



McLEAN, ALEX., Steam Plant . . Private. . 61st Battalion (Trans. 43rd Batt.) 

Wounded. Now back in trenches. 

McLEAN, J., Conductor . 

McLENNAN, A. M., Motorman . 

McLEOD, J., Gas Works .Naval Reserve.H.M.S. “Talbot” 

McLEOD, R. A., Pinawa Plant .Private.184th Battalion 

McLOUGHLIN, J., Conductor . 

McMANUS, P., Motorman . 

McPHERSON, F., Gas Works .Sapper.Rly. Depot 
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Name 

McQUAIG, P. J., Electrical Dept. 

McREA, J., Gas Works . 

McRITCHIE, A., Conductor . . 


Rank Battalion 

Corporal.37th Batt. 10th Art. Brigade 

.Naval Reserve 


NASH, H. G., Office Staff .Corporal.90th Reg. Reinf. 8th Batt. 

NELSON, A., Track Dept .Private.34th Ft. Garry Horse 

NELSON, CHRISTIAN, Motorman Private.34th Ft. Garry Horse 

Wounded in France. Both legs off. Back in city. 

NELSON, W. L., Conductor .Private.Glen Campbell’s Scouts 

NICKELS, H., Pinawa Plant .Sergeant.183rd Battalion 

NOBLE, S. B., Conductor .Private.79th Camerons 

Rejected. 

NOWELL, J. A., Conductor .Private D.C. 43rd Eatt. (Trans. 101st Batt.) 

NOYES. R., Conductor . .. 

§ 8 

OFFEN, F. C., Conductor . 

OLIVER, S. H., Motorman . 


PARSONS, A. E., Conductor 
PATRICK, J., Motorman. . . . 
PARKS, R. J., Motorman . . . 
PAUL, J. M., Conductor . . . . 
PAYNE, C., Motorman . 

Was 

PAYNE, J., Electrical Dept.. 
PHELPS, H., Motorman . . . 
PHIPPS, T. W., Motorman . 

PICKUP, J., Motorman . 

PIKE, CHAS. J., Conductor . 
PLATO, R. A., Meter Dept. . 
POPPLE, H. G., Motorman 


.Seaman.Royal Navy 

.Corporal. . . . Glen Campbell’s Scouts (Trans. 

Wounded at Thiepval gth Batt.) 

.Private.101st Battalion 

Rejected. 


.Able Seaman.British Navy 

reservist. Time expired, rejoined. 

.Sergeant.16th Batt. 3rd Brig. 1st Div. 

Won D.C. Medal. Can. Scottish 

.Private.184th Battalion 

.Private.Glen Campbell’s Scouts 


.Private. . . 79th Crr.erons (Trans. 43rd Batt.) 

Went overseas with 250th. 

.Lieutenant.101st Battalion 

Wounded. 
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Rank 


Battalion 


Name 

PORTER, R. W., Conductor . 

PORTERFIELD, J., Motorman . . . Corporal.34th Ft. Garry Horse 

POUNDS, J. H., Conductor .Corporal.Machine Gun. Sect. 78th Batt. 

Joined June, 1915. Killed in action. Sept., 1916. 

POWIS, H. W., Conductor . 


. Private.79th Camerons 

Wounded. 

Gunner.76th Field Artillery 


POWRIE, C., Meter Dept . 

PR AST, J. A., Office Staff . 

PROCTOR, THOS. E., Conductor . Private.78th Battalion 

In hospital. Discharged July 4, 1916. 

PROUDFOOT, A., Conductor .Army Service 

Discharged. Back on cars. 

PURDIE, JAMES, Office Staff .Sergeant 228th Battalion (Ry. Const.) 


PURVIS, F., Steam Plant . . . . 
PYBUS, L. J., Electrical Dept. 


. 100th Battalion 


. . . Private.33rd Battalion 

Reported wounded. 


RAE, A., Conductor . 

RAE, W. F., Mechanical Dejt. 
RADCLYFFE, F., Motorman 
RAINEY, D., Meter Dept. .. 

RAMEZ, L., Motorman . 

RAMPLING, E., Conductor ... 
RAND, H., Mechanical Dept. . 

RATH IE, W., Motorman . 

RAY, G. D., Conductor . 

READ, G., Steam Plant . 

REBBECK, E., Conductor . 
RENDALL, W. T., Conductor.. . 

RENNIE, T., Gas Works . 

RENNISSON, L., Electrical Dept. 


.A.S.C. 

. 183rd Battalion 

Returned. 

Private.78th Battalion 


.Private. Reservist 

Discharged. Time expired. 


Private.Glen Campbell’s Scouts 

Seaman .R.N.C.V.R. 


Rejected. 


. Private.101st Battalion 

Private .Artillery 

. Private. 



RICHARDS, J. H. S., Elect. Dept. . Trans. Sergt.100th Battalion 

RICHARDSON, A. D., Conductor . 

RICHES, A., Conductor .Private.101st Battalion 

RICKETTS, H., Motorman . 


Page 17 









































































Battalion 


Name Rank 

RITCHIE, J., Motorman . 

ROADWINCH, N., Motorman .Lee. Corp.78th Battalion 

Wounded. In hospital in England. 

ROBERTSON, J., Meter Dept .Private.79th Camerons 

ROBINSON, H., Conductor . 

ROBINSON, W., Mechanical Dept . 

ROFF, H., Motorman . 


Private.221st Battalion 


ROSS, A. J., Conductor .Private.P.P. 1617 

Wounded at St. Eloi and at Ypres. Discharged, and back on road. 

ROSS, T. W. B„ Electrical Dept . .190th Battalion 

Rejected. 

ROULSTON, W. G., Conductor . 

Killed in action. 

ROWLES, S., Electrical Dept .Lcfe. Corp.2nd A.C.T. Engineers 

RUSSELL, J., W.S.L.W. Ry .Private.184th Battalion 

RUTHERFORD, G., Mechanical Dept . 


.Private.8th Battalion, 2nd Brigade 

Private.101 st Battalion 


.100th Battalion 

Rejected. 

. Private.9th Mounted Rifles 


SAVAGE, F. J., Office Staff . . . 

SCOTT, F. G., Conductor . 

SCOTT, GEO., Mechanical Dept. . . 

SCOTT, J., Commercial Dept . 

SCOTT, W. A., Conductor . 

SCOTT, W. J., Motorman .Private.44th Battalion 

Wounded and missing. 

SHANAHAN, D. T., Conductor .Army Service 

Rejected. 

SHARP, F., Conductor .Private 10th Battalion 106th L.I. 

Wounded and returned to work. 

SHELTON, WM„ Office Staff .Bugler.100th Battalion 

SHIELD, G. G., Motorman .Private 101st Battalion 

Killed in action. 

SHUTTLEWORTH, W., Gas Works .Private.108th Battalion 


.Com.-Sergt. Major.106th Battalion 

Discharged. 

.Corporal.101 st Battalion 

Now with 17th Reserve. 



SILVERHORN, S., Conductor 
SIMPSON, C., Conductor . . 

SIMPSON, C. E., Motorman . 

SINGER, W., Motorman .Motor Transport 

SMALL, R. B„ Office Staff .Bugler.90th Battalion 

SMALL, WALLACE, Cashier .Private.12th Can. Field Amb. 

Killed in action, October 21, 1916. 
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Rank 


Battalion 


Name 

SMITH, A. D., Motorman . 

SMITH, E., Mechanical Dept . 

SMITH, F., Meter Dept .Private.79th Camerons 

Died of wounds in Germany. 

SMITH, F., Mechanical Dept .184th Battalion 

SMITH, G., Motorman .Corporal.78th Battalion 

SMITH, HUGH, Electrical Dept. . . Private .Strathconas 

Rejected. 

SMITH, J., Gas Works .Private.108th Battalion 

Rejected. 

SMITH, R., Conductor .Private.79th Battalion, Glen Campbell’s 

Wounded in France. Discharged from Army. 

SMITH, W., Conductor .Private. . . . 101st Batt. (Tr. 16th Can. Scot.) 

Wounded. 

SMITH, W., Steam Plant . 

SMITH, WM., Track Dept .Private.Sask. Black Watch 

SMITH, W. J., Motorjnan . 

SNIDER, E., Office Staff .Private.Sect. 2, 3rd C. Amm. Sub. Park 

SPITTLE, W. B., Conductor . 

SPOONER, C., Motorman .Private.Glen Campbell’s Scouts 

SPOONER, W. T., Motorman . 

STACEY, C., Conductor .43rd Battalion (Trans. A.M. Corps) 

STANTON, C., Steam Plant .Private.144th Battalion 

Killed. 

STAVELEY, G., Conductor .Private.61st Battalion 

STEEN, F. G., Conductor .Private.Army Service 

STEPHENS, W., Gas Works .Private.222nd Battalion 

STEPHENSON, W., Meter Dept. . . Private.34th Ft. Garry Horse 

Returned. Unfit through accident in training. 

STEWART, C., Motorman .Sergeant .34th Ft. Garry Horse 

STEWART, D., Conductor .Sergeant .34th Ft. Garry Horse 

STEWART, H. A., Electrical Dept. . Art. Lieut.P.P.C.L.I. 

STONE, H. F., Steam Plant . Private.78th Battalion 

Wounded. 

SUTHERLAND, D., Conductor .Sergeant.221st Battalion 

SUTHERLAND, G., Elec. Ry. Chbrs. Lee. Corp.16th Battalion 

SUTHERLAND, J., Gas Works . . . Private.221st Battalion 

SUTHERLAND, J., Track Dept .Royal Navy 

SUTHERLAND, K., Supl. Elect. Ry Chbrs .90th Battalion 

Rejected. 

SUTTER, S., Conductor .Private. . . .No. 2 Co. 2nd Batt. 1st Inf. Brge. 
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Name Rank Battalion 

SWAN, BERT, Electrical Dept .Private .78th Battalion 

SWEET, W. J., Conductor .Private 101st Battalion 


TAGG, J., Motor man . . . 
TAIT, T. M., Conductor 
TAYLOR, A., Conductor 


Private.101st Battalion 

.Navy, H.M.S. “Laurel” 


.Res. 1st Batt. Coldstream Guards 


TAYLOR, J., Gas Works .Private. . . 

Twice wounded. 

TAYLOR, T., Motorman .Private.79th Camerons 


Private .Engineers 


TAYLOR. T., Electrical Devt. . 

TEBBUTT, H. A., Conductor .43rd Battalion (6 mos.) 

Came back to work. Recalled for service June 17, 191(5. 

TETLEY, A., Motorman .Private.101st Battalion 

THACKER, T., Meter Dept .Private.106th Battalion 

Suffering from shell shock. 

THOMPSON, A. H., Motorman . . . .Sergeant.Glen Campbell’s Scouts 

THOMPSON. L. L., Conductor . 

TIMMINS, F., Conductor .101st Battalion 

TITCOMBE, E. A., Conductor . 

TOWNSEND, A., Meter Dept .Private.A. S. Corps 

TOWNSLEY, W., Conductor .Private.34th Ft. Garry Horse 

TURK, J. T., Conductor . 


TWELLS, A., Conductor. 


Private.3rd Battalion 


Wounded at Ypres. In hospital in England. 


VAN DER VICKEN, P. Conductor . .Private .76th Battery 

VAUGHAN, C. L. 

Rejected. 


WALKER, C., Office Staff .Private.27th Battalion 

WALKER, H., Conductor .A. S. Corps 

WALKER, T., Conductor .Private.90th Battalion 


WALTON, T. W., Conductor .Private.79th Battalion 

Killed in Action 
































































Name Rank Battalion 

WARKLING, WM„ Mechanical Dept . 

WARREN, A., Gas Works .Private.184th Battalion 

WATSON, E., Gas Works .Private.45th Battalion 

WATSON, R., Conductor .Private.Glen Campbell’s Scouts 

WAYGOOD, J., Gas Works .Private.34th Ft. Garry Horse 

WEBB, F. M., Conductor . 

WEBBER, E„ Motor man .78th Battalion 

WEBSTER, P„ Motorman .Private . . . 101st Battalion (Trans. 43rd Batt.) 

Wounded, Oct. S, 1910. In hospital in England. 

WELLING, C., Mechanical Dept .101st Battalion 

Returned. Nervous breakdown from shock. 

WELLS, C., Mechanical Dept . 

WELLS, WARREN. Mechanical Dept . 

WEST, H., Steam Plant .Private. . . . 106th Batt. (Trans. 11th Battery) 

Went to Valcartier. Rejected. 

WHITAKER, P., Conductor .Private.101st Battalion 

Rejected. 

WHITE, A. J., Conductor .Army Service 

WHITE, F. H., Conductor .Army Service 

WILKIE, W., Steam Plant .English Regiment 

WILLARD, F. G., Motorman . 

WILLARD, H., Gas Works .Private.222nd Battalion 

WILLIAMS, K., Electrical Dept .Sapper.2nd Army Corps 

WILSON, S., Motorman .Private.179th Battalion 

WIMBLE, STANLEY A., Office Staffi .Reinforcements for the 8th Batt. 

WINSER, S., Gas Works .Private.78lh Battalion 

WINTERS, W., Conductor .Private.78th Battalion 

WITHELL, H. P., W.S.T..W. Ry. . . Corporal .27th Battalion 

Wounded. Received Military Medal. Again in trenches. 

WOLSTENHOLME, W., Gas Works .Private.108th Battalion 



WOOD, J. R., Office Staffi . . 

WOOD, A., Motorman . 

WOOD, C., Motorman . 

WOOD, G., Inspector . 

WOODS, E., Gas Works . . 
WRIGHT, J. C„ Conductor 
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Private.221st Battalion 


.Gunner. ..76th Battery C.F.A. 

.A.S.C. 


.Private.A.M.C. 

Died on arrival in England. 








































































Name Rank Battalion 


WRIGHT, W. C., Conductor .Private.107th Battalion, “D” Co. 

WYNN, J. P., Steam Plant .Private.53rd Battalion 

Suffering from shell shock. Now with 3rd Division Canadian Supply Column. 
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